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ACTION ACD A- 10 

INFO OCT-01 10-10 ISO-OO CIAE-00 INR-07 L-02 NSAE-00 

NSC-05 EB-07 NRC-07 OES-05 FEAE-00 OIC-02 AF-06 

ARA-10 EA-10 EUR- 12 NEA-09 /103 W 

073800 

R 24133 1Z MAR 75 
FM USMISSION IAEA VIENNA 
TO SECSTATE WASHDC 5635 
INFO AEC GERMANTOWN 
USMISSION GENEVA 
USMISSION USUN NEW YORK 

UNCLAS IAEA VIENNA 2505 

EO 11652: NA 
TAGS: PARM IAEA 

SUBJ: NPT REVIEW CONFERENCE: IAEA REPRESENTATION 

EKLUND INFORMED ME MARCH 21 THAT HE PLANS ATTEND 
FIRST FEW DAYS OF NPT REVIEW CONFERENCE, BUT THAT IAEA 
DELEGATION WOULD BE HEADED THEREAFTER BY EITHER 
DDG HALL (US) OR DAVID FISCHER (SOUTH AFRICA), DIRECTOR, 
DIVISION OF EXTERNAL RELATIONS. OTHER AGENCY OFFICIALS 
ATTENDING WILL BE INSPECTOR GENERAL RUDOLF ROMETSCH, 
MERLE OPELZ OF IAEA GENEVA OFFICE, LEV ISSAEV OF NEW 
YORK OFFICE, BEN SANDERS OF INSPECTOR GENERAL'S STAFF 
AND GEORGES DELCOIGNE, CHIEF OF AGENCY'S PUBLIC 
INFORMATION OFFICE, WILL BE LOANED TO UN 
SECRETARIAT FOR DURATION CONFERENCE. PORTER 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: NPT, MEETING DELEGATIONS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 24 MAR 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975IAEAV02505 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7501 02-031 2 
From: IAEA VIENNA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750323/aaaaaudy.tel 

Line Count: 46 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION ACDA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: woolflhd 
Review Comment: n/a 
Review Content Flags: 

Review Date: 18 JUN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <18 JUN 2003 by SilvaL0>; APPROVED <07 JAN 2004 by woolflhd> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: NPT REVIEW CONFERENCE: IAEA REPRESENTATION EKLUND INFORMED ME MARCH 21 THAT HE PLANS ATTEND 
TAGS: PARM, AU, IAEA 
To: STATE 
Type: TE 
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